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PAGE 01 LENING 01318 220758Z 
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ACTION EUR- 12 

INFO OCT-01 ISO-OO /013 W 

027258 

R 2207 15Z AUG 75 
FM AMCONSUL LENINGRAD 
TO SECSTATE WASHDC 1511 

UNCLAS LENINGRAD 1318 

EO 11652N/A 

TAGS: TECH, OCON, UR, US 

SUBJ: NON-PARTICIPATION OF LENINGRAD INSTITUTE AT ENGINEERING 
CONFERENCE AT CLEMSON UNIVERSITY 

1. DEPT IS KINDLY REQUESTED TO PASS MESSAGE IN PARA 2 TO MR. 

BILLY EDGE, CLEMSON UNIVERSITY, CLEMSON, SOUTH CAROLINA (FYI MR. 

EDGE CALLED CONGEN ON AUGUST 20 TO INQUIRE ABOUT PARTICIPATION OF A 
DR. ROSANOV OR OTHER SCIENTIST FROM LENINGRAD INSTITUTE OF HYDRAULIC 
ENGINEERING AT ENGINEERING CONFERENCE BEING HELD AT CLEMSON UNIVERSIT 
Y 

IN EARLY SEPTEMBER). 

2. BEGIN MESSAGE. DEAR MR. EDGE: THE DIRECTOR OF THE LENINGRAD RE- 
SEARCH INSTITUTE OF HYDRAULIC ENGINEERING HAS INFORMED ME THAT NEITHE 
R 

DR. ROSANOV NOR ANY OTHER MEMBERS OF HIS INSTITUTE WILL BE ABLE TO 
ATTEND THE CONFERENCE AT CLEMSON IN SEPTEMBER. DR. ROSANOV IS NOT 
PRESENTLY IN LENINGRAD SO IT WAS NOT POSSIBLE TO DISCUSS THE MATTER 
OF HIS PAPER. I HOPE THIS INFORMATION WILL BE HELPFUL TO YOU. 

BEST REGARDS, GARY L. MATTHEWS, AMERICAN CONSUL. END MESSAGE. 

NEUBERT 
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